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MEMORA.NDUM FOR: Chief, Management Staff 
gjjgj-pQip • Immunization Records 


1 . 


The Immunization 


Branch of the Medical Staff is in the 


process 

2 . 


of consolidating their tiles into a new card system. 
This will require the recall of the following job 


numbers and boxes on a permanent basis: 

Job # $9-h6h - Seven Boxes 
Job # 60-£U7 - Two 00X63 

3. Biese nine boxes Hill be consolidated with records 
on hand, approximately 23 boxes and foivarded to the Records 

Center under Job # 6l-6lU. 

it. It is requested that disposition action be; retain at 
Records Center for 2 years, then destroy. 

Medical Staff 



STATINTL 
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